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DWG NO. TITLE NO. OF PAGES 
OD-1-07-01 
OD-1-07-02 f : ; ; 
OD-1-07-03 Video microscope and LCD monitor connections 2 
OD-1-07-04 
EC-01-05-01-A | Sample illumination connections 3 
EC-02-05-01-A | Power supply connections 


